From: 

Sent: 

To: 

Subject: 

Attachments: 


Heyl, Douglas [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=648ECEACC8174EF68495E6B92D969F97-DHEYL] 
11/28/2017 10:24:22 AM 

White, Julia W [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=d92f33e7d43e44a9bl5d6ec92e2348cb-jwbuckner] 
FW: ACP 

SKM_C224el7112811230.pdf 


This did go out today 

Doug Heyl 

North Carolina Department of Environmental Quality 
919.707.9034 (Office) 

919.812.3415 (Mobile) 
douglas.heyl@ncdenr.gov 



Email correspondence to and from this address is subject to the 
North Carolina Public Records Law and may be disclosed to third parties. 

From: Burdette, Jennifer a 

Sent: Tuesday, November 28, 2017 10:18 AM 

To: Holman, Sheila <sheila.holman@ncdenr.gov>; Munger, Bridget <bridget.munger@ncdenr.gov>; Heyl, Douglas 
<Douglas.Heyl@ncdenr.gov> 

Cc: Higgins, Karen <karen.higgins@ncdenr.gov> 

Subject: ACP 

Attached is a copy of the Division's letter requesting additional information for the 401 WQC/Buffer application 
review of the ACP project. 

Thanks, 

lennifer 

Jennifer Burdette 

401/Buffer Coordinator 

Division of Water Resources - 401 & Buffer Permitting Branch 
Department of Environmental Quality 
919 807 6364 office 

iennifer.burdette@ncdenr.gov 

1617 Mail Service Center 
Raleigh, NC 27699-1617 

(Physical Address: 512 N. Salisbury St, Raleigh, NC 27604 - 9 th Fir Archdale Bldg - Room 942F) 

Email correspondence to and from this address is subject to the 
North Carolina Public Records Law and may be disclosed to third parties. 




